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THE DREAMERS AND THE DOERS 
WHO BELIEVE IN DOINE THEIR JOB 

THE RIGHT WAY 
THE HARD WAY 
THE ONLY WAY 
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DIRECT ATTACH TO WELT CONSTRUCTION DIRECT ATTACH CONSTRUCTION OPANKA CONSTRUCTION CEMENT CONSTRUCTION 



FOR THEIR CONDITIONS, DEMANDS, AND COMFORT. 




ZINC SERIES 

Casual inspired work footwear 
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TRUSS SERIES 

General utility work footwear 
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TACONITE SERIES 

Heavy-duty metatarsal protection 
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GRAVEL SERIES 

Heavy-duty work footwear 
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TRUHIKER Men's 5-inch Hiker Boot 

3541 ® E3 ^ 

upper: Full Grain Gaucho Crazy Horse Leather 
footbed: Removable Polyurethane 
shank: Nylon 
LAST: 220 

construction: Cement 

RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 
care: Leather Protector, NaturSeal™ 
sizes: D 8-12,13,14 EE 8-12,13 

A HR 1 SWEN-FIEX 


SOLE RESISTANCE CHART 



Rubber-EVAXplorer 

Slip_Best 

Oil/Gas Best 


Chemicals Best 


Abrasions Better 


Heat Best 


Non-Marking Yes 


MADE IN CHINA 



TRUHIKER Men's 6-inch Hiker Boot 

3561 O 0 Q ^ 

upper: Suede, Waterproof Gray Leather 
footbed: Removable EVA 
shank: Nylon 
LAST: 220 

construction: Cement 


RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 
care: Leather Protector, NaturSeal™ 
sizes: D 8-12,13,14 EE 8-12,13 



CUSH IN 


HR 1 


SWEN-FIEX 


SOLE RESISTANCE CHART 


Rubber-EVAXplorer 


Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Better 

Heat 

Best 

Non-Marking 

Yes 



MADE IN CHINA 


03 Puncture Resistant 


QQ Metatarsal Guard 


m Electrical Hazard 


1.800.328.9453 

redwingshoes.com 


5 


TRUHIKER 























STITCHMAX 


STITCHMAX 

Hand-stitched craftsmanship that delivers 
flexibility. 



t 

< 


Comfort from office door to the production floor. 
Hand-stitched for lightweight, flexible strength. 
Provides ultimate all-day comfort. 

Versatility to match light-duty environments. 




STITCHMAX Men's Slip-On 

3550 0 Q 



upper: Full Grain, Water-Resistant Black Star Leather 
footbed: Nylon Covered Polyurethane 
shank: Non-metallic 
LAST: 224 

construction: Opanka 

RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 
care: Black Shoe Cream, Leather Protector 
sizes: EE 7-12,13,14 


R | W 

LEATHER, 


L-protection® 

L E N Z I 




MADE IN VIETNAM 


STITCHMAX Men's Oxford 

3551 Q (33 

upper: Full Grain, Water-Resistant Black Star Leather 
footbed: Nylon Covered Polyurethane 
shank: Non-metallic 



SOLE RESISTANCE CHART 


Forager 


Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Better 

Non-Marking 

Yes 



MADE IN VIETNAM 
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O 


Steel Toe 


© 


Aluminum Toe 


© Non-Metallic Toe 


Waterproof 


Insulated 


















SOLE RESISTANCE CHART 


STITCHMAX Women's Slip-On 

3570 ^ ^ 

upper: Full Grain, Water-Resistant Black Star Leather 
footbed: Nylon Covered Polyurethane 
shank: Non-metallic 
LAST: 302 

construction: Opanka 




RATING: ASTM F2413-11, F/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 
care: Black Shoe Cream, Leather Protector 
SIZES: D 5-10,11 


R | W 

LEATHER 


WOMENS 


L-protection® 

L E N Z I 



MADE IN VIETNAM 


STITCHMAX Women's Oxford 

3571 ® El 



upper: Full Grain, Water-Resistant Black Star Leather 
footbed: Nylon Covered Polyurethane 
shank: Non-metallic 
LAST: 302 

construction: Opanka 

RATING: ASTM F2413-11, F/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 
care: Black Shoe Cream, Leather Protector 
SIZES: D 5-10,11 


R | W 


WOMENS 

<-FIT-»" 


L-protection® 




MADE IN VIETNAM 


G3 Puncture Resistant 


Metatarsal Guard 


m Electrical Hazard 


1.800.328.9A53 
redwingshoes.com 
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OPANKA STITCHMAX 



















KING TOE® KING TOE® ADC TRADESMAN 



LXJ 




TRADESMAN FAMILY 


Versatile, durable, hiker-inspired performance 


Direct attach construction keeps boots lightweight 
and flexible 

Innovative last design maintains all-day comfort as 
foot expands 

Best-in-class slip resistance 

Ideal for medium-duty construction, warehousing 

and light manufacturing 


02 o 


0A 

o 05 


3518 MEN'S 5" HIKER BOOT 


© © 0 


o 06 


SPECS: 


0 01 - RED WING WATERPROOF LEATHER 
° 02- DIRECT ATTACH CONSTRUCTION 
o 03 - LARGE TOE BOX FOR ALL DAY COMFORT 


NANO COMPOSITE SAFETY TOE CAP 

ADDITIONAL LAYER OVER TOE AND VAMP 

NEW VERSATRAX SOLE WITH INNOVATIVE LUG DESIGN 


0 04- 
0 05 - 
0 06 - 
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O 


Steel Toe 


© 


Aluminum Toe 


© Non-Metallic Toe 


Waterproof 


Insulated 
















TRADESMAN Men's 5-inch Hiker Boot 

3518 ® 0 Q3 G3 

upper: Nubuck, Waterproof Basalt Vaca Loca Leather and Abrasion Resistant Mesh 
footbed: Removable Polyurethane 
LAST: 601 

construction: Direct Attach 

RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR 

care: Leather Protector, NaturSeal™ 

sizes: D 6-12,13,14,15,16 EE 6-12,13,14,15 H 8-12,13,14 



L-protection® 

L E N Z I 


HR 1 



MADE IN CHINA 



TRADESMAN Men's 6-inch Boot 

3519 Q Q3 (33 

upper: Nubuck, Waterproof Dark Brown Vaca Loca Leather 
footbed: Removable Polyurethane 
LAST: 601 

construction: Direct Attach 

RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR 

care: Leather Protector, NaturSeal™ 

sizes: D 6-12,13,14,15,16 EE 6-12,13,14,15 H 8-12,13,14 



L-protection® 


HR‘l 



MADE IN CHINA 



TRADESMAN Men's 6-inch Side-Zip Boot 

3532 ® 0 [U S3 



upper: Full Grain, Waterproof Leather with Abrasion Resistant Mesh 
footbed: Removable Polyurethane 

SHANK: 

LAST: 601 

construction: Direct Attach 


RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, 
ESR Rated, PR 
care: NaturSeal™ 

SIZES: D 6-12,13,14,15,16 EE 6-12,13,14,15 H 8-12,13,14 


SOLE RESISTANCE CHART 


VersaTrax 


Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Best 

Non-Marking 

Yes 




L-Protection HR I 


MADE IN CHINA 



TRADESMAN Men's 8-inch Boot 

3531 Q Q3 (33 

upper: Full Grain, Waterproof Leather with Abrasion Resistant Mesh 
footbed: Removable Polyurethane 

SHANK: 

LAST: 601 

construction: Direct Attach 

RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR 
care: NaturSeal™ 

SIZES: D 6-12,13,14,15,16 EE 6-12,13,14,15 H 8-12,13,14 



L-protection® 

L E N Z I 


BOA hrL 


SOLE RESISTANCE CHART 


VersaTrax 


Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Best 

Non-Marking 

Yes 



MADE IN CHINA 


03 Puncture Resistant 


QQ Metatarsal Guard m Electrical Hazard 


1.800.328.9453 

redwingshoes.com 


DIRECT ATTACH TRADESMAN KING TOE® ADC KING TOE® 






































KING TOE® KING TOE® ADC TRADESMAN DIRECT ATTACH 



KING TOP ADC FAMILY 


Built to surround your feet with durability, 
stability, and protection throughout the workday 


Best-in-class, all-day comfort 
44% more toe room 

Rubber outsole with innovative lug design 


3513 MEN'S 6" BOOT 


© © © 


01 o 


02 o 
03 o 


o 06 

o 07 
o 08 


04 o 


05 o 


SPECS: 


o 01 - MEMORY FOAM AT COLLAR, TONGUE 
AND QUARTERS 

° 02 - QUADREX 4-LAYER F00TBED 
0 03 - POLYURETHANE MIDSOLE 
° 04 - TRUARCH SUPPORT 


° 05- RUBBER OUTSOLE WITH INNOVATIVE LUG DESIGN 

o 06- NANO COMPOSITE TOE CAP 

0 07 - 44% MORE TOE ROOM THAN OUR TRADITIONAL 
WORK BOOTS 

° 08 - ABRASION RESISTANCE AT TOE AND HEEL 
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O 


Steel Toe 


© 


Aluminum Toe 


© Non-Metallic Toe 


Waterproof 


Insulated 














KING TOE® ADC Men's 6-inch Boot 

3513 ® Q | 03 Q3 

upper: Full Grain, Waterproof Brown Rosseto Leather 
footbed: Quadrex Four-Layer System 
LAST: 800 

construction: Direct Attach 

RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 

care: Leather Protector, NaturSeal™ 

sizes: D 7-12,13,14,15 EE 7-12,13,14 H 8-12,13,14 



ThinsulateVlim 

400 gram 


KINCTSE JjTJffiu 


SWEN-FLEX 


SOLE RESISTANCE CHART 


Rubber VariLug 


Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Best 

Non-Marking 

Yes 



MADE IN CAMBODIA 



KING TOE® ADC Men's 8-inch Boot 

3552 E) © Q3 (33 

upper: Full Grain, Waterproof Brown Rosseto Leather 
footbed: Quadrex Four-Layer System 
LAST: 800 

construction: Direct Attach 

RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 

care: Leather Protector, NaturSeal™ 

sizes: D 7-12,13,14,15 EE 7-12,13,14 H 8-12,13,14 



Thins^ateVttiu HR* 

400 gram 


k.ngtSe Jguaro SWEN-FLEX 


SOLE RESISTANCE CHART 



Rubber VariLug 

Slip_Best 

Oil/Gas Best 


Chemicals Best 


Abrasions Best 


Heat_Best 


Non-Marking Yes 


MADE IN CAMBODIA 



KING TOE® ADC Men's 8-inch Boot 

3516 ^ Q Q m ^ 

upper: Full Grain, Waterproof Brown Rosseto Leather 
footbed: Quadrex Four-Layer System 
LAST: 800 

construction: Direct Attach 

RATING: ASTM F2413-11, M/I/75/C/75, Mt/75, EH, CSA Grade 1, ESR Rated, PR, M 

care: Leather Protector, NaturSeal™ 

sizes: D 7-12,13,14,15 EE 7-12,13,14 H 8-12,13,14 



HFti) king tSe ff® S, SWEN-FLEX* 

1 11 1 FORCESHIELD" UUMKU 


SOLE RESISTANCE CHART 


Rubber VariLug 


Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Best 

Non-Marking 

Yes 



MADE IN CAMBODIA 


03 Puncture Resistant 


Metatarsal Guard m Electrical Hazard 


1.800.328.9A53 
redwingshoes.com 
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DIRECT ATTACH TRADESMAN KING TOE® ADC KING TOE® 






























KING TOE® KING TOE® ADC TRADESMAN 



LXJ 



On-the-job comfort is built in with a much 
larger toe box than our standard boots. 


Sole is directly bonded to the upper for flexibility 
and durability. 

Exceptional performance both indoors and outdoors 
Designed for general utility work environments. 


* 


'2 

_ W. 



KING TOE® Men's 6-inch Boot 

3506 ^ Q Q ^ 

upper: Full Grain, Waterproof Mahogany Cider Leather 
footbed: Nylon Covered Polyurethane 
shank: Non-metallic 
LAST: 800 

construction: Direct Attach 

RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 

care: Leather Protector, NaturSeal™ 

sizes: D 7-12,13,14,15 EE 8-12,13,14 H 8-12,13 



HRji %!-"• kinctSe 


'GUARD 


SWEN-FLEK 


SOLE RESISTANCE CHART 


Vibram® Galactic 


Fire and Ice 

Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Best 

Non-Marking 

Yes 



CORE 

STYLE 


MADE IN CAMBODIA 



KING TOE® Men's 8-inch Boot 

3548 ® © © EJ (33 

upper: Full Grain, Waterproof Mahogany Cider Leather 
footbed: Nylon Covered Polyurethane 
shank: Non-metallic 
LAST: 800 

construction: Direct Attach 

RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 

care: Leather Protector, NaturSeal™ 

sizes: D 7-12,13,14,15 EE 8-12,13,14 H 8-12,13 



ThinsulateUttm 

800 gram 


R | W 


HRl KING tBe 


SWEN-FLEX 


SOLE RESISTANCE CHART 


Vibram® Galactic 


Fire and Ice 

Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Best 

Non-Marking 

Yes 



CORE 

STYLE 


MADE IN CAMBODIA 
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O 


Steel Toe 


© 


Aluminum Toe 


© Non-Metallic Toe 


Waterproof 


Insulated 
































KING TOE® Men's 8-inch Boot 

3530 ^ Q Q GQ ^ 

upper: Full Grain, Waterproof Mahogany Cider Leather 
footbed: Nylon Covered Polyurethane 
shank: Non-metallic 
LAST: 800 

construction: Direct Attach 

RATING: ASTM F2413-11, M/I/75/C/75, Mt/75, EH, CSA Grade 1, ESR Rated, PR, M 

care: Leather Protector, NaturSeal™ 

sizes: D 7-12,13,14,15 EE 8-12,13,14 H 8-12,13 



R | W 


HR 1 



KING T0E 


SWEN-FLEX 


CORE 

STYLE 


SOLE RESISTANCE CHART 



Vibram® Galactic 
Fire and Ice 

Slip_Best 

Oil/Gas_Best 

Chemicals Best 

Abrasions Best 

Heat_Best 

Non-Marking Yes 


MADE IN CAMBODIA 



KING TOE® Men's 8-inch Boot 

3512 0 Q3 (33 

upper: Full Grain, Waterproof Black Yukon Leather 
footbed: Nylon Covered Polyurethane 
shank: Non-metallic 
LAST: 800 

construction: Direct Attach 

RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 

care: Leather Protector, NaturSeal™ 

sizes: D 7-12,13,14,15 EE 8-12,13,14 H 8-12,13 



HR& ^ 1 king tBe Jquard SWEN-FLEX 


SOLE RESISTANCE CHART 


Vibram® Galactic 


Fire and Ice 

Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Best 

Non-Marking 

Yes 



CORE 

STYLE 


MADE IN CAMBODIA 


G3 Puncture Resistant 


Metatarsal Guard m Electrical Hazard 


1.800.328.9A53 
redwingshoes.com 
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DIRECT ATTACH TRADESMAN KING TOE® ADC KING TOE® 





















supersole® 2.0 brnr xp DIRECT ATTACH TO WELT 




BRNR XP 

Built to withstand hard work. 

Superior comfort with Quadrex V2 footbed. 

Best-in-class slip-resistance with GripTek Sole. 

Swen-Flex® puncture resistant protection. 

Great for oil and gas environments, construction, 
and manufacturing. 



BRNR XP Men's 6-inch Boot 

3500 ® E) Q 3 Q 3 

upper: Full Grain, Waterproof Blackened Taos Leather 
footbed: Quadrex V2 Multi-Layer System 
shank: Fiberglass 
LAST: 687 

construction: Direct Attach Welt 

RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR 
care: Leather Cleaner, Leather Protector, NaturSeal™ 
sizes: D 7-12,13,14,15 EE 7-12,13,14,15 H 8-12,13 




KfrORCE 

J WARD 


SWEN-FLEX* 



ASSEMBLED 
IN THE 



BRNR XP Men's 8-inch Boot 

3524 ® 0 U2 H3 

upper: Full Grain, Waterproof Blackened Taos Leather 
footbed: Quadrex V2 Multi-Layer System 
shank: Fiberglass 
LAST: 687 

construction: Direct Attach Welt 

RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR 
care: Leather Cleaner, Leather Protector, NaturSeal™ 
sizes: D 7-12,13,14,15 EE 7-12,13,14,15 H 8-12,13 



R|w hr!) 


'GUARD 


SWEN-FLEX* 



ASSEMBLED 
IN THE 


ISA 


W/IMPORTED 

COMPONENTS 



BRNR XP Men's 11-inch Pull-On 

3553 ® Q3 (33 

upper: Full Grain, Waterproof Blackened Taos Leather 
footbed: Quadrex V2 Multi-Layer System 
shank: Fiberglass 
LAST: 687 

construction: Direct Attach Welt 

RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR 
care: Leather Cleaner, Leather Protector, NaturSeal™ 
sizes: D 7-12,13,14,15 EE 7-12,13,14,15 H 8-12,13 



HR§ Ward SWEN-FLEX* 



ASSEMBLED || W/IMPORTED 

IN THE U COMPONENTS 


1A 


© Steel Toe 


© Aluminum Toe 


© Non-Metallic Toe 


Waterproof 


Insulated 

































SUPERSOLE® 2.0 

A softer inner sole provides cushion and comfort. 

A harder outer sole offers durability and protection. 

Extra-long wearing outsole resists chemicals and oil. 

Good for tough work environments such as the 
oil and gas industry, construction, manufacturing 
and railroads. 




SUPERSOLE® 2.0 Men's 6-inch Boot 

3504 O E) Q3 133 

upper: Full Grain, Waterproof Nutmeg Ebbtide Leather 
footbed: ComfortForce® 
shank: Fiberglass 
LAST: 694 

construction: Dual Density SuperSole® Welt 

RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR 

care: Leather Protector, NaturSeal™ 

sizes: B 10-12,13,14 D 7-12,13,14,15 E 8-12,13 EEE 8-12,13 




SWEN-FLEX 



S U P E R*S OLE" 



IeIJ A 



SUPERSOLE® 2.0 Men's 6-inch Boot 

3507 ^ Q ^ 

upper: Full Grain, Waterproof Black Star Leather 
footbed: ComfortForce® 
shank: Fiberglass 
LAST: 694 

construction: Dual Density SuperSole® Welt 

RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR 

care: Leather Protector, NaturSeal™, Shoe Cream 

sizes: B 9-12,13,14 D 7-12,13,14,15 EE 7-12,13,14 H 8-12,13 



SWEN-FLEX" 



S U P E R*S OLE* 


SOLE RESISTANCE CHART 


Aztec SuperSole® 2.0 


Slip 

Better 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Good 

Non-Marking 

Yes 



[UA 



SUPERSOLE® 2.0 Men's 8-inch Boot 

2412 O O © E3 133 

upper: Full Grain, Waterproof Nutmeg Ebbtide Leather 
footbed: ComfortForce® 
shank: Fiberglass 
LAST: 694 

construction: Dual Density SuperSole® Welt 

RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR 
care: Leather Protector, NaturSeal™ 

sizes: B 10-12,13,14 D 6-12,13,14,15 E 7-12,13 EEE 7-12,13,14,15 



Thinsulateljltm 

400 gram 


R | W 



SWEN-FLEX* 



S U P E R*S OLE" 


CORE 

STYLE 


SOLE RESISTANCE CHART 


Aztec SuperSole® 2.0 


Slip 

Better 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Good 

Non-Marking 

Yes 



03 Puncture Resistant 


QQ Metatarsal Guard 


m Electrical Hazard 


1.800.328.9453 

redwingshoes.com 


BRNRXP SUPERSOLE® 2.0 





























supersole® 2.0 brnr xp DIRECT ATTACH TO WELT 
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SUPERSOLE® 2.0 Men's 8-inch Boot 

2416 ® 0 H ^ ^ 

upper: Full Grain, Waterproof Black Yukon Leather 
footbed: ComfortForce® 
shank: Fiberglass 
LAST: 694 

construction: Dual Density SuperSole® Welt 

RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR 
care: Leather Protector, NaturSeal™, Shoe Cream 
sizes: B 10-12,13 D 7-12,13,14 EEE 8-12,13 



ThinsulateVllm 

400 gram 



SWEN-F1EK" 



S U P E R*S OLE" 


SOLE RESISTANCE CHART 


Aztec SuperSole® 2.0 


Slip 

Better 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Good 

Non-Marking 

Yes 



ilUSA 



SUPERSOLE® 2.0 Men's 8-inch Boot 

2414 O E) Q3 (33 

upper: Full Grain, Waterproof Nutmeg Ebbtide Leather 
footbed: ComfortForce® 
shank: Fiberglass 
LAST: 694 

construction: Dual Density SuperSole® Welt 

RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR 
care: Leather Protector, NaturSeal™ 

sizes: B 10-12,13,14 D 7-12,13,14,15 E 7-12,13 EEE 7-12,13,14 




SWEN-FLET 



SUPER*SOLE' 


CORE 

STYLE 


SOLE RESISTANCE CHART 


Aztec SuperSole® 2.0 


Slip 

Better 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Good 

Non-Marking 

Yes 



mm 



SUPERSOLE® 2.0 Men's 8-inch Boot 

3508 Q) ^ 

upper: Full Grain, Water-Resistant Nutmeg Ebbtide Leather 
footbed: ComfortForce® 
shank: Fiberglass 
LAST: 694 

construction: Dual Density SuperSole® Welt 

RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR 
care: Leather Protector, NaturSeal™ 

sizes: B 10-12,13,14 D 7-12,13,14,15,16 EE 7-12,13,14 H 8-12,13 



SWEN-FIEX” 



SUPEWOLE - 



intheIIcDII 



SUPERSOLE® 2.0 Men's 11-inch Pull-On Boot 

3505 ^ (2 ^ 

upper: Full Grain, Water-Resistant Amber Portage Leather 
footbed: ComfortForce® 
shank: Fiberglass 
LAST: 696 

construction: Dual Density SuperSole® Welt 

RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR 

care: Leather Protector, NaturSeal™ 

sizes: D 7-12,13,14,15 EE 7-12,13 H 8-12,13 



R | W 



SWEN-FLEX 



SUPER*SOLE" 


SOLE RESISTANCE CHART 


Aztec SuperSole® 2.0 


Slip 

Better 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Good 

Non-Marking 

Yes 



O 


Steel Toe 


© 


Aluminum Toe 


© Non-Metallic Toe 


Waterproof 


Insulated 


































IWORX 


CEMENT CONSTRUCTION 

FAST AND FLEXIBLE ON YOUR FEET 


HOW IT’S BUILT A simple construction process solidly cements the sole directly to the upper using the lightest 
weight, most flexible fastening solution available - no weight added! 


CEMENT CONSTRUCTION 
RESULTS 


All-day comfort and flexibility that conforms to the job in a lightweight design that’s built for speed 
without fatigue in warehouses and other light-duty environments. 


KEY MEASUREMENTS 


FLEXIBILITY 

for bending 
and crawling 

STABILITY 

on uneven 
surfaces 

PERFORMANCE 

in tough 
environments 


Low <-> High 



ZINC 


SERIES 


Casual inspired work footwear 


NEW 



ZINC Men's Oxford 

5923 ® ED 

upper: Full Grain Black Leather 
footbed: Removable Polyurethane 
shank: Non-metallic 
LAST: 882 

construction: Cement 


RATING: ASTM F2413-11, M/I/75/C/75, EH 
CSA grade 1 protective toe only 
care: Leather Protector 
sizes: M 7-12,13,14 WW 8-12,13,14 



^SjGrip 


HR 1 



SOLE RESISTANCE CHART 


StarGrip® X2 


Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Better 

Abrasions 

Best 

Heat 

Best 

Non-Marking 

Yes 



MADE IN CAMBODIA 


NEW 



ZINC Men's Slip-On 

5924 ® m 

upper: Full Grain Black Leather 
footbed: Removable Polyurethane 
shank: Non-metallic 
LAST: 882 

construction: Cement 


RATING: ASTM F2413-11, M/I/75/C/75, EH 
CSA grade 1 protective toe only 
care: Leather Protector 
sizes: M 7-12,13,14 WW 8-12,13,14 



^SjSrip- 


HR 1 




MADE IN CAMBODIA 


03 Puncture Resistant 


Metatarsal Guard m Electrical Hazard 


1.800.328.9453 

redwingshoes.com 
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CEMENT 










































DIRECT ATTACH TO WELT 


WORX 


WORX DIRECT ATTACH TO WELT CONSTRUCTION 


HOW IT’S BUILT A special bonding process creates an incredible sole-to-welt fusion, with the urethane sole mixture 
locking securely onto the underside fibers of the welt for a very tough and stable result. 


DIRECT ATTACH TO WELT The innovative bonded sole pairs stability with the legendary durability of a stitched on upper, 
CONSTRUCTION RESULTS creating a combination that delivers protection in tough industrial environments. 


KEY MEASUREMENTS 


FLEXIBILITY 

for bending 
and crawling 

STABILITY 

on uneven 
surfaces 

PERFORMANCE 

in tough 
environments 



TRUSS 


SERIES 


General utility work footwear 



TRUSS Men's 6-inch Boot 

5800 Q ^ 

upper: Full Grain, Oiled Brown Leather 
footbed: Removable Polyurethane 
shank: Steel 
LAST: 800 

construction: Direct Attach Welt 

RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 
care: Boot Oil, Leather Protector 
sizes: M 7-12,13,14 WW 8-12,13 


SOLE RESISTANCE CHART 


ENDURANCE Cross Wire 


Slip 

Good 

Oil/Gas 

Best 

Chemicals 

Better 

Abrasions 

Best 

Heat 

Good 

Non-Marking 

Yes 



ICING tWe 


CORE 

STYLE 


MADE IN CHINA 
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O 


Steel Toe 


© 


Aluminum Toe 


0 Non-Metallic Toe 


Waterproof 


Insulated 










































WORX WELT CONSTRUCTION 

KEY MEASUREMENTS 


NORX 


FLEXIBILITY 

for bending 
and crawling 

STABILITY 

on uneven 
surfaces 

PERFORMANCE 

in tough 
environments 



TACONITE 


SERIES 


Heavy-duty metatarsal protection work footwear 



TACONITE Men's 8-inch Boot 

5918 

upper: Full Grain Brown Leather 
footbed: Removable Polyurethane 
shank: Steel 
LAST: 800 

construction: Goodyear Welt 

RATING: ASTM F2413-11, M/I/75/C/75, Mt/75, EH, CSA Grade 1, ESR Rated, 
PR 

care: Leather Protector 

sizes: M 7-12,13,14 WW 8-12,13,14 

A G otohu E hr* king t8e swen-flex 



MADE IN CAMBODIA 


GRAVEL 


SERIES 


Heavy-duty work footwear 



GRAVEL Men's 6-inch Boot 

5906 O U2 G3 

upper: Full Grain Brown Leather 
footbed: Removable Polyurethane 
shank: Steel 
LAST: 800 

construction: Goodyear Welt 

RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 

care: Leather Protector 

sizes: M 7-12,13,14 WW 8-12,13,14 

A HR* KING tWe SWEN-FLEX 


SOLE RESISTANCE CHART 


Rubber Resister 


Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Better 

Abrasions 

Best 

Heat 

Best 

Non-Marking 

Yes 



MADE IN CAMBODIA 



GRAVEL Men's 8-inch Boot 

5908 O U2 ED 

upper: Full Grain Brown Leather 
footbed: Removable Polyurethane 
shank: Steel 
LAST: 800 

construction: Goodyear Welt 

RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 

care: Leather Protector 

sizes: M 7-12,13,14 WW 8-12,13,14 

A HR 1 king tWe SWEN-FLEX" 



MADE IN CAMBODIA 


03 Puncture Resistant 


Metatarsal Guard m Electrical Hazard 


1.800.328.9453 

redwingshoes.com 


TACONITE GRAVEL 































































Durability, traction, and comfort are built into every inch of the popular Crosby line. It all 
starts with StableFlex™ technology that stabilizes the ankle and heel while allowing the 
forefoot to flex comfortably. The non-metallic Nano safety toe offers roomy protection. 
And high-rebound EVA adds comfort while bouncing back with every step. 


^ Waterproof 


ST Steel Toe 


AT Aluminum Toe 


NT Non-Metallic Toe 


Insulated 










CROSBY Men’s 6-inch Boot 

83602 ® O (33 S3 


Rubber Diamond Tred Sole 




upper: Full Grain, Waterproof Leather 
footbed: Removable Memory Foam-EVA 
construction: Cement - Welt 
LAST: 157 

RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 
care: NaturSeal™ 

SIZES: D 8-12,13,14 EE 8-12,13,14 


A ULTRA 

DRY * 


CUSHIN 



flex SWEN-FLEX 


Dual-density sole provides 
maximum underfoot comfort 
Oil and slip resistant 
ENERG high rebound EVA 
provides great comfort, returns 
energy and fights fatigue 


Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Best 

Non-Marking 

Yes 




CROSBY Men’s 8-inch Boot 

83842 OOB3 B3 


upper: Full Grain, Waterproof Leather and Abrasion Resistant Nylon 
footbed: Removable Memory Foam-EVA 
construction: Cement - Welt 
LAST: 157 

RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 
care: Leather Protector, NaturSeal™ 

SIZES: D 8-12,13,14 EE 8-12,13,14 

A dry* ^ HR 1 mS SWEN-FLEK 


Rubber Diamond Tred Sole 


Dual-density sole provides 
maximum underfoot comfort 
ENERG high rebound EVA 
provides great comfort, returns 
energy and fights fatigue 
Oil and slip resistant 


Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Best 

Non-Marking 

Yes 




CROSBY Women’s 6-inch Boot 

83216 ® O (33 El 


Rubber Diamond Tred Sole 



upper: Full Grain, Waterproof Leather 
footbed: Removable Memory Foam-EVA 
construction: Cement - Welt 
LAST: L157 

RATING: ASTM F2413-11, F/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 
care: Leather Protector, NaturSeal™ 

SIZES: B 5-10,11 D 6-10 


WOMENS 

SHE' 


ULTRA 

DRY * 


CUSHIN 



HFXb flex" SWEN-FIEX 


Dual-density sole provides 
maximum underfoot comfort 
Oil and slip resistant 
ENERG high rebound PU 
provides great comfort, returns 
energy and fights fatigue 


Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Best 

Non-Marking 

Yes 




CROSBY Women’s 8-inch Boot 

83218 ®OQ3 G3 


Rubber Diamond Tred Sole 


upper: Full Grain, Waterproof Leather and Abrasion Resistant Nylon 
footbed: Removable Memory Foam-EVA 
construction: Cement - Welt 
LAST: L157 

RATING: ASTM F2413-11, F/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR 
care: Leather Protector, NaturSeal™ 

SIZES: B 5-10,11 D 6-10 


WOMENS 

MB' 


ULTRA 

DRY * 


CUSHIN 




flex SWEN-FIEX" 


Dual-density sole provides 
maximum underfoot comfort 
Oil and slip resistant 
ENERG high rebound PU 


provides great comfort, returns 
energy and fights fatigue 

Slip 

Best 

Oil/Gas 

Best 

Chemicals 

Best 

Abrasions 

Best 

Heat 

Best 

Non-Marking 

Yes 



03 Puncture Resistant 


|2j Metatarsal Guard m Electrical Hazard 


1.800.328.9453 

redwingshoes.com 




































RED WING GSA STYLES 




^ 

1 -TRUHIKER- 1 


3550 

Men's 

Pg.6 




3570 

Women's 

Pg.7 


© E H?l © G3 HU 

- STITCHMAX — 


3571 

Women's 

Pg.7 





3518 

Men's 









© © E SI © © o E © G S3 33 © © E SI 

1 - TRADESMAN - 1 


© O <& 03 33 0 © © G3 (33 CD 0 C33 CQ S3 

1 - KING TOE® ADC - 1 


© 


Steel Toe 


© Aluminum Toe © Non-Metallic Toe Waterproof 


Insulated 






















DIRECT ATTACH TO WELT ■ DIRECT ATTACH 


RED WING CSA STYLES 



3506 

Men's 

Pg. 10 



0 0 Q ^ 


© © © Q3 D © © BO HD (31 © 3 S3 03 


KING TOE® 



0 0 0 ^ 20 Q 0 0 Q 23 0 0 q ^ 0 qj ^ 0 ^ 


SUPERSOLE® 2.0 


03 Puncture Resistant 


Metatarsal Guard 


m Electrical Hazard 


1.800.328.9453 

redwingshoes.com 


















IRISH SETTER WORX REDWING CSA FULL LINE 


WORX CSA STYLES 
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IRISH SETTER WORK CSA STYLES 





^ Q l!H B 


0 Q 


0 0 l!H B 


MEN’S 


0 0 Q 

WOMEN’S 


83216 


83218 

Women’s 

Pg. 19 


83602 

Men’s 

Pg. 19 


83842 

Men’s 

Pg. 19 


o 


Steel Toe 


© 


Aluminum Toe 


0 Non-Metallic Toe 


Waterproof 


Insulated 






























FOOTWEAR TECHNICAL SPECIFICATIONS 

DEVELOPING PURPOSE-BUILT WORK BOOTS TO PROTECT WORKERS 

All of our footwear brands are renowned for leading-edge technologies that 
ensure premium performance for the life of the product. These technologies 
deliver comfortable protection for modern craftsmen. 


. 1 ' 1 '' 



UPPER TECHNOLOGY 


R | W RW LEATHER 

LEATHER Handcrafted leather from S.B. Foot Tanning Co. 

Starting with hides from U.S. raised cattle with minimal surface imperfections, we 
control every step of the process, using time-honored techniques to craft leather 
with natural beauty and unmatched durability. 


G OODHU E GOODHUE LEATHER 

Consistent, durable leather from S.B. Foot Tanning Co. 

Handcrafted, full grain leather manufactured by our S.B. Foot Tanning Company in 
Red Wing, Minnesota. Goodhue Leather is crafted using time-proven techniques, 
to yield the right color, consistency and durability. 


CUSH IN 


CUSHIN™ 

Comfort tongue technology 


Minimizes pressure some workers feel on their 
shin or ankle from the top of the boot tongue. A 
four-way stretch nylon offers relief and flexibility 
while walking, and an internal padded waffle 
mesh maintains premium comfort. 

\ ___ 



Minimizes pressure on shin. 


KING TOE 


KING TOE® 

More toe room 


Larger toe box provides 44% more toe room and 
comfort than our standard work boots. 


\ 



44% more toe room. 


WCSSce. FORCEGUARD™ 

•GUARD Added protection for durability 


FORCESHIELD™ 

fSkeshIeld” Flexible impact absorption 


This technology is a protective covering that 
provides long-wearing abrasion, oil and chemical 


A revolutionary thin, soft material that offers 
amazing impact absorption yet it is flexible and 


resistance on critical areas of the boot. 

\ _ 

Rubber covering for durability. 

comfortable. ForceShield provides protection from 
dangerous workplace drop and impact hazards 
while meeting ASTM standards. 

\___ 

Force from impact is dissipated. 




ARMATEC™ 

Toe and heel durability protection 


This technology is a protective covering that 
is incredibly tough and abrasion resistant. 
Placement of ArmaTec™ in high wear areas helps 
preserve and lengthen the life of a boot. 

\ _ 



WOMENS WOMEN’S FIT 

<-FIT-»™ Better fit in our women’s footwear 

Our women’s specific styles are built around 
precision-made lasts that address the nuances 
of a woman’s foot shape for better fit and 
performance. 

\ _ 



Footwear made on 
a women’s last. 


QAA BOA® LACING SYSTEM 

Revolutionary closure system 

Boa® technology makes getting in and out of 
lace-up boots faster and easier than ever. Turn 
the dial to tighten laces to the perfect tension, 
with no pressure points. One click of the reel 
releases the laces instantly. 


♦ 



Pull to release 


03 Puncture Resistant 


Metatarsal Guard m Electrical Hazard 


1.800.328.9453 

redwingshoes.com 
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RED WING WATERPROOF 

3-layers for waterproof protection 

This system uses a 3-layer approach to keep feet dry. 
1 - Linings help move moisture away from the foot 
to keep it dry. 2 - Foam provides cushioning and a 
comfortable fit. 3 - A waterproof bootie is a barrier 
to keep water out. Tricot, a protective material, 
is applied to the outside of the bootie to ensure a 
complete waterproof system. 




Perspiration moves away from 
the foot while water stays out 


STABLE STABLEFLEX 



Flexible forefoot, stable heel 


This technology combines increased flexibility 
in the forefoot with a stable platform in the heel. 

Our superior dual-construction process incorporates 
a welted heel for extra stability, with cement 
construction in the forefoot for added flexibility 
and a comfortable fit. 

\ _ 




GORE-TEX WATERPROOF MEMBRANE 

Prevents water getting in, while perspiration moves out 



COMFORTFORCE® 

Removable footbed 


Red Wing uses GORE-TEX for the ultimate in comfort and protection. The 
GORE-TEX membrane blocks moisture from the outside, while allowing 
moisture inside to evaporate. GORE-TEX has over 9 billion pores per square 
inch that prevent water from getting to your feet while allowing sweat vapor 
to pass right through, keeping your feet dry and comfortable in all conditions. 

\_____ 


This removable footbed features unique Venturi 
air perforations to help keep feet cool and dry all 
day. The special weave pattern helps channel the 
energy caused by walking, and the arch is curved 
to add extra comfort. 

\ _ 



Provides extra comfort 


U LTRA ULTRADRY™ WATERPROOF 

DRY# Irish Setter exclusive waterproof system 

Irish Setter UltraDry™ construction combines a moisture management lining 
with waterproof components for dry, long-lasting comfort and performance. 


A CSA GRADE 1 & ESR CLASSIFICATION 

Canadian Standards Association approval 

Refers to the Canadian Standards Association’s (CSA) approval 
(CAN/CSA-Z195-09) for protective footwear. 

\ ___ 


ThinsulateV/Ira 

INSULATION 


3M™ THINSULATE™ ULTRA INSULATION 

The ultimate insulation for long hours 



CSA GRADE 1 PROTECTIVE TOE LABEL 

Canadian Standards Association approval. 


The ultimate insulation for cold weather boots, 3M™ Thinsulate™ Ultra 
Insulation is thin, warm and lightweight, with the durability to withstand long 
hours of hard wear and keep feet warm even in damp conditions. 


Refers to the Canadian Standards Association’s (CSA) approval 
(CAN/CSA-Z195-09) for protective footwear, (protective toe only) 


\ 


BLOOD-BORNE PATHOGEN PROTECTION 

Provides resistance to penetration of blood-borne pathogens 

Incorporates a waterproof membrane that is highly breathable. In addition, the 
membrane has been shown to provide resistance to penetration of blood-borne 
pathogens per ASTM F1671. However, no product offers total protection. In 
spite of the high quality standards to which this footwear and the membrane 
are produced, the barrier properties can be compromised by many factors, 
including wear, tears, delamination, sewing or imperfect seams. 

Under no circumstances will Red Wing Shoe Company, Inc., or the manufacturer of the 
membrane, be responsible for damages arising from the use of this product. 



SWEN-FLEX 


SWEN-FLEX® 

Non-metallic, puncture-resistant insoles 


These non-metallic, puncture-resistant insoles are manufactured from high- 
strength, woven fibres. They meet or exceed all world standards for puncture 
resistance, including CSA, ASTM and EN. 


rPJ L-protection* L-PROTECTION® 

Non-metallic, puncture-resistant insoles 

These insoles provide maximum protection from foot injuries due to sole puncture. 
Made of multiple layers of high tenacity fibres, pre-treated with a special ceramic, 
these non-metallic textile inserts are lightweight, flexible, highly comfortable, 
thermal insulated and non-detectable by metal devices (in products made with 
appropriate toe protection). 
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OUTSOLE TECHNOLOGY 


SUPERSOLE® 2.0 

Comfort inside. Durable outside. 

Dual density urethane sole designed with inner 
sole to provide cushion and comfort, and outer 
sole to provide durability and protection. This 
premium sole not only provides top performance 
in traction, abrasion resistance, cut resistance, 
oil and chemical resistance, but also delivers 
maximum comfort. 



Top performing premium sole 


ggfcrip STARGRIprs 

^ Great outsole slip protection 

On oily/wet floors, the greater the floor surface 
contact, the better the grip. The unique, 8-sided 
and concave shape of each star pad functions 
like a mini suction cup, adding grip to every step. 
Meanwhile, the individual star pads create mutliple 
channels for pushing wet materials out and away 
from the sole. This combined functionality allows the 
sole to grip to the floor instead of slipping. 



Channels help route wet materials 
for improved traction 


NERK> ENERG 

Provides energy return with 
LAJ every step 

The dual density midsole layers materials for full- 
length support, with ENERG high-rebound PU. The 
rubber outsole adds protection on uneven terrain. 



Multi-layered midsole/outsole 
with ENERG 


HFb 


HEAT-RESISTANT OUTSOLES 

Performance on hot surfaces 


Soles that have been designed and tested to 
perform on high heat surfaces. Soles identified as 
HRO are heat resistant to melting at a minimum 
of 475° Fahrenheit. 



Durable sole resists melting 



VIBRAM® 

Versatile, performance outsoles 


Exceptional design intersects with innovative rubber 
compounds to create versatile, performance outsoles. 
Vibram® outsoles offer excellent traction and high 
abrasion resistance in a multitude of environments. 



Vibram® Sole 


SELLING PROGRAM 


CORE corestyle 

style Best performing shoe styles 

To increase the service level on our best performing shoe styles, the Core 
Style initiative means higher in-stocks, greater inventory levels and better 
service response time to ensure customer satisfaction. The best-selling styles 
are labeled "Core Style" in the catalog. Please reference these styles when 
placing your orders. 


ICON REFERENCE 


PRODUCT INDEX 




STEEL TOE: 

Tempered steel toe caps. 




ALUMINUM TOE: 

Durable, aluminum toe 
caps are 31% lighter 
than steel. 




NON-METALLIC TOE: 

Non-metallic toe caps 
designed for metal 
sensitive areas. 


All safety toes meet 
ASTM F2413-11, 
I/75C/75 standards 
for impact and 
compression. 


O 


WATERPROOF: 

Boot construction that 
keeps feet dry in wet 
conditions. 


INSULATED: 

Layers of insulating 
components provide 
warmth. 


(23 


PUNCTURE RESISTANT: 

Non-metallic or steel 
midsole 

reduces foot injuries due 
to sole puncture. 




METATARSAL GUARD: 

Equipped with a guard 
that protects the 
metatarsal area and toes 
from falling objects. 


m 


ELECTRICAL HAZARD: 

Extra protection from 
accidental contact with 
electrically energized 
objects. 

All protection methods 
meet ASTM F2413-11 
standards. 


STYLE 

DESCRIPTION 

PAGE 

STYLE 

DESCRIPTION 

PAGE 

2412 

Red Wing SuperSole® 2.0 

15 

3548 

Red Wing King Toe® 

12 

2414 

Red Wing SuperSole® 2.0 

16 

3550 

Red Wing StitchMax 

6 

2416 

Red Wing SuperSole® 2.0 

16 

3551 

Red Wing StitchMax 

6 

3500 

Red Wing BRNR XP 

14 

3552 

Red Wing King Toe® ADC 

11 

3504 

Red Wing SuperSole® 2.0 

15 

3553 

Red Wing BRNR XP 

14 

3505 

Red Wing SuperSole® 2.0 

16 

3561 

Red Wing TruHiker 

5 

3506 

Red Wing King Toe® 

12 

3570 

Red Wing StitchMax 

7 

3507 

Red Wing SuperSole® 2.0 

15 

3571 

Red Wing StitchMax 

7 

3508 

Red Wing SuperSole® 2.0 

16 

5800 

W0RX Truss 

18 

3512 

Red Wing King Toe® 

13 

5906 

W0RX Gravel 

19 

3513 

Red Wing King Toe® ADC 

11 

5908 

W0RX Gravel 

19 

3516 

Red Wing King Toe® ADC 

11 

5918 

W0RX Taconite 

19 

3518 

Red Wing Tradesman 

9 

5923 

W0RX Zinc 

17 

3519 

Red Wing Tradesman 

9 

5924 

WORX Zinc 

17 

3524 

Red Wing BRNR XP 

14 

83216 

Irish Setter Crosby 

21 

3530 

Red Wing King Toe® 

13 

83218 

Irish Setter Crosby 

21 

3531 

Red Wing Tradesman 

9 

83602 

Irish Setter Crosby 

21 

3532 

Red Wing Tradesman 

9 

83842 

Irish Setter Crosby 

21 

3541 

Red Wing TruHiker 

5 

Red = 

New Styles 



1 . 800 . 328.9453 

redwingshoes.com 
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